
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



PUBLIC HEALTH REPORTS. 



[Reports to the Surgeon-General, Public Health and Marine-Hospital Service.] 

Summary of work in. Chinatown for the week ended December 5, 190 3. 

The following is received from Passed Assistant Surgeon Blue, under 
date of December 7, 1903: 

Buildings reinspected 273 

Rooms 2, 816 

Persons inspected 2, 155 

Sick 46 

Sick prescribed for at Oriental Dispensary 11 

Dead examined 6 

Necropsies 1 

Rats examined bacteriologically 39 

Number showing pest infection None 

Places limed and disinfected 995 

Times streets swept 3 

Sewers flushed 16 

Notices served to abate plumbing nuisances 20 

Plumbing nuisances abated ,10 

Undergoing abatement 20 

Total number of plumbing inspections 114 

Steam disinfecting plants for use at certain ports on west coast of Mexico. 

Passed Assistant Surgeon Hugh S. dimming, at San Francisco 
quarantine, reports, November 25, as follows: 

As a matter of interest in sanitation on this coast, 1 have the honor 
to inform you that the Pacific mail steamship Newport, which arrived 
at this port to-day, brought up for the Mexican Government steam 
disinfecting plants to be used at the ports of San Bias, Mazatlan, and 
Manzanillo. 

The plants, from the description, consisted of steam chambers about 
5 or 6 meters long, with boilers, etc., and came from Hamburg, 
Germany. 

Transactions on account of yellow fever at Laredo. 

Laredo, Tex. , December 2, 1903. 
Wyman, Washington: 

Laredo, Minera, and New Laredo report nothing. No report from 
Cannel. Six hundred and eighty-two containers, 3 tanks, 7 wells, 8 
excavations, and 77 premises oiled; 316 premises inspected and 52 
houses with 182 rooms disinfected. 

Fkick. 
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Laredo, Tex., December 3, 1903. 
Wyman, Washington: 

Yesterday's report should show 1 death. Unable to obtain a 
report to-day. New Laredo reports nothing. No report from Minera 
or Cannel. Fifty-nine houses, containing 207 rooms, fumigated; 963 
containers, 25 wells, 12 excavations, 16 tanks, and 100 premises oiled, 
and 437 premises inspected. Yesterday's temperature, 71° and 36°; 
to-day, 82° and 35°. * * * 

Frick. 

Laredo, Tex., December 4, 1903. 
Wyman, Washington: 

Laredo, New Laredo, and Minera report nothing. Nine hundred 
and forty-one containers, 23 wells, 19 tanks, and 92 premises oiled; 
365 premises inspected; 38 houses, containing 123 rooms, disinfected. 
Temperature, 55° and 42°. A norther, with rain, to-da\'. 

Frick. 

Laredo, Tex. , December 5, 1903. 
Wyman, Washington : 

New Laredo, Minera, and Cannel no report. Fumigated 45 
houses containing 144 rooms; 578 containers, 21 wells, 4 tanks, 9 exca- 
vations, and 76 premises oiled. Two hundered and four premises 
inspected. Temperature 55° and 48°. To-day there has been a case in a 
neighborhood of the better class, somewhat isolated, the original focus 
of infection ; members of the same family now immune. Disagreeable 
weather continues. 

Frick. 

Laredo, Tex. , December 6, 1903. 
Wyman, Washington: 

No report from New Laredo, Minera, or Cannel. Temperature 60° 
and 46°. No active operations to-day. There is one case reported 
to-day in a thickly settled section, a neighborhood of the poorer class. 
The patient arrived here eight days ago from Saltillo. Now isolated 
one lodging and boarding house, September 20. 

Frick. 

Laredo, Tex., December 7, 1903. 
Wyman, Washington: 

No report from Minera, Cannel, or New Laredo. One case sus- 
pected yellow fever in three days;' positive to-day. Fumigated 55 
houses, containing 203 rooms; 320 containers, 17 wells, 20 tanks, and 
29 premises oiled; 168 premises inspected. Temperature, 70° and 32°. 

Frick. 

Inspection of Monclova and Eeata, Mex.,for yelloto fever. 

Acting Assistant Surgeon Hume, at Eagle Pass, reports, November 
27, as follows: 

I have the honor to state that on the morning of November 25 I 
visited Monclova and Reata, Mexico, in company with Dr. L. Canta, 
Mexican Federal health officer, and General Manager Martin and 



